Declassified in Part - Sanitized Copy Approved for Release 201 1/12/01 : CIA-RDP90B00248R0001 00080021 -7 

. l ^eOMWeENTTAL 

The Director of Central Intelligence 

Washington, D.C 20505 


Critical Intelligence Problems Committee 


DCI/ICS 84-3707 
12 January 1984 


MEMORANDUM FOR: Lt. General Lincoln D. Faurer, USAF 
Director, National Security Agency 

Lt. General James A. Williams, USA 
Director, Defense Intelligence Agency 

Mr. Hugh Montgomery 

Director of Intelligence and Research 

Department of State 

Mr. Charles A. Briggs 
Executive Director 
Central Intelligence Agency 

SUBJECT: DCI Terrorism Analyst Net 


May I have your coordination or comments on the attached, if 
possible, by 1300 hours on 13 January. 


Eloise R. Page 
Chairman 


25X1 


Attachment: 

1. Concept of Operation 

2. Technical Feasibility of DCI Terrorism Analyst Net 


^CONffDtNTtAT 
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CONFIDENTIAL 


SUBJECT: DCI Terrorism Analyst Net 


Distribution: DCI/ICS 84-3707 
1 ea - LTG Faurer/NSA 
LTG Willi ams/DIA 
Hugh Montgomery/State 
Charles Briggs/CIA 
1 - DD/ICS 
1 - ES/CIPC 
1 - CIPC, 

1 - CIPC/Subj 
1 - CIPC/Chrono 
1 - ICS Registry 


DCI/ICS 


(12 Jan 84) 


25X1 
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